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Transformer repairs are easier with the 
slender, lightweight Prest-O-Ute Torch. 


Hotels do their own soldering of kitchen 
equipment, such as this monel metal pan. 



A Few of the Thousands of Uses for 
PREST-O-UTE Appliances 

Armature and Commutator Repairs Sealing Stems of Cut Flowers 


Automobile Radiator Repairs 
Dental Casting and Soldering 
Heating Branding Irons 
Jewelry Soldering 
Light Brazing 

Loosening Frozen Nuts and Bolts 
Power Line Maintenance 
Refrigerator Maintenance H 
Radio Antenna Installation 


Soldering Milk Cans 
Soldering Battery Cable Lugs 
Soldering Copper Pipe Fittings 
Softening Old Putty 
Straightening Dented Fenders 
Switchboard Maintenance 
Thawing Frozen Water Pipes 
Wiping Lead Joints 
Wire Splice Soldering 


Bearing housings are tinned and rebab¬ 
bitted quickly, easily, and economically. 


Leaky soda fountain coolers and coils 
can be quickly returned to service. 


Solder-type joints in copper tubing as 
large as 4-in. in diameter are easily made. 


Lead or babbitt metal melts in a few min¬ 
utes under the hot air-acetylene flame 




The heaviest coat of paint can be re¬ 
moved without even scorching the wood. 



Marble workers use PREST-O-LlTE. Torches 
for waxing and for removing tool marks. 



For heavy-duty soldering, the large size 
Prest-O-Lite iron provides ample heat. 

Floor tiling is softened with the Paint 
Burner for easy cutting and fitting. 
















Refrigerant gas leaks are accurately 
located with the Halide Leak Detector. 



Filling dents in fenders and bodies be¬ 
comes a simple, time-saving operation. 



Soldering fittings in 1-in. copper pipe 
takes only 45 to 52 seconds per joint. 


Electrical equipment repairs are easier 
to handle with the Prest-O-Ute Torch. 



PREST-O-LlTE Air-Acetylene Appliances 

PREST-O-LlTE appliances operate on acetylene only—no cylinder 
oxygen is required. They produce a much higher flame tempera¬ 
ture (2800 deg. F.) than appliances that operate on gasoline, 
coal gas, or natural gas. They are clean and odorless—no smoke, 
no soot, no fumes. They are always ready for instant use —no 
pumping or generating, no cumbersome charcoal brazier to 
bother with. You can often complete a job with them before you 
could put old fashioned apparatus into operation. They are low 
in initial cost and low in upkeep, since they are so well made 
that they will last almost indefinitely without major repairs or 
adjustments. 

Range of Usefulness — PREST-O-LlTE Torches supplement the oxy- 
acetylene welding blowpipe, which is so strongly entrenched in 
all branches of the metal-working industry that mechanics often 
overlook the fact there are many applications in which its 
extremely high flame temperature is not required. PREST-O-LlTE 
Torches are designed to handle this lower-temperature range 
of work with utmost economy, efficiency, and convenience. 


Interchangeability— There is a PREST-O-LlTE Outfit for all the com¬ 
monly met heating and soldering operations of the average shop. 
However, if your work is of a special nature or is confined to 
one specific application, 
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"PREST-O-LITE” GAS 


PREST-O-LlTE Gas is pure acetylene. It is the 
nearest approach to gaseous carbon (92.3 per 
cent carbon) and, therefore, produces the hottest 
flame known to science. It is freeze-proof and 
can be used in any kind of weather, both indoors 
and outdoors. Remarkable heating and lighting 
properties, coupled with portability, conven¬ 
ience and universal availability, make it liter¬ 
ally "the gas of a thousand uses." 

PREST-O-LlTE Gas is available in two sizes of 
steel tanks, containing 40 and 10 cu. ft. respec¬ 
tively. These tanks deliver pure acetylene at the 
turn of a valve. They are completely filled with 
a porous packing material saturated with a 
liquid chemical that has the peculiar property 
of dissolving many times its own volume of 
acetylene. There is no free gas in the tank—it is 
gas dissolved in a liquid. When the pressure is 
released by opening the tank valve, the gas 
comes out of solution ready for use. 

Be sure the tank you receive has the trade¬ 
mark name "Prest-O-Lite" rolled into the steel 
shell or has a "Prest-O-Lite" nameplate attached 
to the shell, otherwise you cannot be assured of 
receiving genuine pure PREST-O-LlTE acetylene 
gas in a thoroughly tested and serviced contain¬ 
er that meets Federal and State fire and safety 
regulations. You can get genuine PREST-O-LlTE 
Tanks at thousands of authorized PREST-O-LlTE 
Gas Service Stations throughout the United 
States. Any of these stations will exchange a 
full tank for your empty one and charge you 
for the gas only. 



Style MC 



Style B 


PREST-O-LlTE Gas Tanks 



Capacity 
cu. ft. 

Height 

in. 

Diam. 

Weight 

Price (F.O.B. Charging Plant) 

Style 

in. 

lb. 

Tank* 

Exchange 

B 

40 

25 

6 

32V2 

$18.50 

$2.85 

MC 

10 

15 

4 

9V2 

11.50 

1.10 


•Price includes initial charge of gas and valve wrench. 


( 
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5-IN-l OUTFIT 


AIR-ACETYLENE APPLIANCES 


Trade-Mark 



This is one of the most popular outfits in the entire 
PREST-O-LlTE line, since you can assemble 5 distinct 
outfits from this one handy unit. An innumerable 
variety of jobs come within its range of usefulness. 
You can quickly attach any of the four open-flame 
torch stems or the soldering iron stem to a common 
handle. The wide variety of torches thus assembled 
will enable you to apply the proper flame and exactly 


the right amount of heat to each job whatever its 
nature. The soldering iron is particularly useful for 
certain classes of soldering where it is undesirable 
to apply an open flame directly to the work. Plumb¬ 
ers, mechanics, electricians, and general repairmen 
find this outfit the handiest tool in their kit. 

It is packed in a sturdy metal carrying case with a 
spring clip for each part to prevent damage or loss. 


5-in-l Outfit—Precision Model, Part No. 09P84 .. $22.50 

Includes No. 1 Torch Handle, Nos. 1, 3, 4 and 5 Torch Stems, No. 8 Soldering Iron Stem, 
10-lb. Pressure Regulator (fits B Tank), 6 ft. Va- in. Hose with Hose Clamps, Wrench, and 
Metal Carrying Case. 

If this outfit is desired with a regulator that fits an MC Tank, order Part No. 09P85. 

5-in-l Outfit—Standard Model, Part No. 0-6109 . $16.50 

Includes same Stems as the Precision Model but has a No. 2 Handle and the Pressure Regu¬ 
lator is replaced by B and MC Tank Unions. 
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REFRIGERATION AND AIR CONDITIONING OUTFIT 



Refrigeration engineers and servicemen find this out¬ 
fit the most valuable of all the tools in their kit, since 
it includes apparatus both for locating non-combus¬ 
tible refrigerant gas leaks in cooling systems and for 
innumerable heating and soldering operations. 

The leak detector in the outfit is extremely simple 
to operate. The flame is enclosed in a metal shield 
having a window for observation. A short length of 
hose is used to explore places where there might be 
a leak. Flow of acetylene through the burner causes 
any escaping refrigerant gas near the open end of 
the tube to be drawn into the flame. Even tiny quan¬ 
tities of gas will produce a distinct change in the color 
of the acetylene flame. A green color indicates a 
small concentration of the escaping gas. When a 


large amount is present, the flame assumes an in¬ 
tense violet color. After the end of the suction tube 
passes the source of the leak, the flame almost in¬ 
stantly clears. Thus, variations in the color will accu¬ 
rately, and instantly, locate the leak. This device can 
be used for detecting any of the non-combustible 
halide refrigerant gases such as F-ll, F-12 (Freon), 
F-21, F-113, F-114, and Carrene. It may also be used 
for detecting methyl bromide vapors (a fumigant) if 
concentrations are less than 10 per cent. 

You can assemble the Torch Stems in the outfit 
onto the handle to make up 3 different size torches 
that will handle the hundred and one heating and 
soldering operations required in the everyday instal¬ 
lation and maintenance of refrigeration systems. 


Refrigeration and Air-Conditioning Outfit, Part No. 09P94......$22.50 

Includes No. 1 Handle, Leak Detector Stem, Nos. 2, 3 and 4 Torch Stems, 10-lb. Pressure 
Regulator (fits B tank), 12 Vz ft. Vi-in. Hose with Hose Clamps, 3 ft. Vi-in. Hose (suction tube). 
Wrench, and Metal Carrying Case. 

For outfit same as above but with 10-lb. Regulator that fits MC tank, order Part No. 09P95. 
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LEAK DETECTOR OUTFITS 


AIR-ACETYLENE APPLIANCES 


JhudOMte 


Trade-Mark 




For the service man whose work is confined to leak detection only 
and who does not do any heating and soldering, the handle and 
detector stem in the outfit described on the opposite page are 
available in two outfits for leak detection exclusively. One of these 
outfits is for use on a B Tank as illustrated at the left; in the other 
outfit, the Torch is attached to the valve of an MC Tank by means 
of an adaptor, as illustrated at the right. This latter outfit, because 
of the small size and light weight of the tank and because of the 
elimination of the regulator and long length of hose, is extremely 
portable. By the addition of an MC Handle for the tank (see page 
17), the convenience of the outfit can be still further increased. 

These outfits, because of their dependability, simplicity, extreme 
sensitivity, and economical operation, 
are quite generally recognized as indis¬ 
pensable for quick and satisfactory instal¬ 
lation and maintenance of refrigerating 
and air-conditioning systems, regardless 
of whether they are large or small, indus¬ 
trial or residential. 


Leak Detector Outfit, for B Tank, Part No. 10P25. $14.50 

Includes No. 1 Handle, Leak Detector Stem, 10-lb. Regulator, I 2 V 2 ft. Vi-in. Hose 
with Hose Clamps and 3 ft. Vi-in. Suction Hose. 


Leak Detector Outfit, for MC Tank, Part No. 01P93. 7.50 

Includes No. 1 Handle, Leak Detector Stem, 3 ft. Vi-in. Suction Hose and Tank 
Adaptor. 

Adaptor only, Part No. 13B80. 1.00 


LEAK DETECTOR STEM 



If you already have a PREST-O-LlTE Torch or Soldering Iron 
with a No. 1 Handle, you can quickly and economically 
convert it for leak detection by merely adding a Leak 
Detector Stem, illustrated at the left, disassembled. This 
stem is interchangeable with any of the Torch Stems illus¬ 
trated on page 13. 


Leak Detector Stem, Part No. 18R17. $3.00 

Includes Mixer, Shield, and Reaction Plate. 

Mixer, Part No. 07R90. 2.00 

Flame Shield, Part No. 07R91. 1.00 

Copper Reaction Plate, Part No. 07R75. 35 
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PLUMBER'S OUTFIT 



The ideal outfit for soldering sweat- 
type fittings in copper and brass pipe. 


This outfit is recommended by manufac¬ 
turers of copper and brass pipe for solder¬ 
ing sweat-type fittings in both residential 
and industrial installations and also for the 
dozens of other everyday heating and sol¬ 
dering jobs met by the average plumber. 
Perfect control of the concentrated flame 
enables you to apply heat exactly where 
it is needed which is particularly advan¬ 
tageous when you are working close to a 
wall or in a confined space. You can com¬ 
plete jobs with maximum ease and speed 
and with complete assurance that the work 
will give satisfaction to your customer. 

No. 1 Plumber's Outfit . $12.30 

Part No. 0-6131 

Includes No. 1 Handle, No. 3 Stem, 10-lb. Pressure 
Regulator (fits B Tank) and 15 ft. 14 -in. Hose with 
Hose Clamps. 

Larger Stems can be added as desired for 
work on large diameter pipe (see page 13). 


BODY SOLDERING OUTFIT 



Supplement your oxy-acetylene weld¬ 
ing outfit with this versatile assembly. 


Here is an outfit especially designed for 
all the many soldering operations and 
light heating jobs in the automobile body 
and fender shop. It includes the same stems 
and torch handle as the 5-in-l Outfit (Pre¬ 
cision Model) but in addition includes a 
"Y" connection so that it can be used as an 
auxiliary to a standard oxy-acetylene 
welding or cutting outfit. By attaching the 
"Y" to the outlet of the acetylene welding 
regulator, you can operate both outfits from 
the same acetylene cylinder. This is par¬ 
ticularly convenient where you wish first 
to repair damaged bodies or fenders by 
welding and then fill up dents, low spots, 
or seams with solder. 

Body Soldering Outfit . $19.00 

Part No. 04P30 

Includes No. 1 Torch Handle, Nos. 1, 3, 4 and 5 
Torch Stems, No. 8 Soldering Iron Stem, Y-Outlet 
Connection, 25 ft. Vfc-in. Hose with Hose Clamps, 
B size Hose Nut and Nipple, and Wrench. 
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AIR-ACETYLENE APPLIANCES 

jlwdOJite 

Trade-Mark 

PAINT BURNING OUTFIT 




The heavier the coat of old paint, the 
easier it is for this outfit to remove it. 


The PREST-O-LlTE Paint Burning Outfit will 
provide you with the most modern means 
for speedy, thorough, and economical re¬ 
moval of paint from wood, canvas, mason¬ 
ite, brick, or similar surfaces. Painters, 
decorators, contractors, home owners, boat 
yards, cabinet makers and maintenance 
men find it gives more satisfactory results 
than any other method. It almost instantly 
softens the heaviest coat and as the paint 
softens, you can remove it with a sweep 
of the scraper, leaving the surface clean. 
There are no dust, grime or sooty blotches 
to be removed later and no traces of 
chemicals to affect new paint. 

Floor layers also find this torch ideal for 
softening asphalt floor tiling so that it can 
be easily and quickly cut or formed. 

Paint Burning Outfit, Part No. 0-6115, $13.85 

Includes No. 1 Handle, No. 9 Stem, 10-lb. Regu¬ 
lator (fits B Tank) and 2 Hose Clamps. Hose not 
included. Order separately. (See page 16.) 


4-IN-l OUTFIT 



This outfit will handle all the open flame 
heating and soldering in the average shop. 


The 4-in-l Outfit has the same handle and 
open flame stems as the 5-in-l Outfit (see 
page 3), but omits the soldering iron stem. 
It will handle the same range of operations 
as the 5-in-l—heating, soldering, and light 
brazing. Instead of a metal carrying case, 
it is supplied in a durable, waterproof com¬ 
position-coated fabric roll with a separate 
pocket for each part to prevent damage 
or loss. 

4-in-l Outfit, Precision Model.$17.50 

Part No. 09P86 

Includes No. 1 Handle, Nos. 1. 3, 4 and 5 Stems, 
10-lb. Regulator (fits B Tank), 6 ft. Win. Hose with 
Hose Clamps, Wrench, and Waterproof Roll. 

If this outfit is desired with a regulator that 
fits on MC Tank, order Part No. 09P87. 

4-in-l Outfit, Standard Model. 11.50 

Part No. 0-6343 

Includes the same Stems as the Precision Model 
but has a No. 2 Handle and the Pressure Regu¬ 
lator is replaced by B and MC Tank Unions. 
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LINEMEN'S OUTFITS 



These two Outfits are for power and tele¬ 
phone line crews, building electricians, 
and others with similar types of work. They 
are convenient and easy to handle. The 
lineman can take either outfit up the pole 
with him as a self-contained unit. They are 
ideal for soldering lugs, ground clamps, 
bridle wires, and transformer leads; loos¬ 
ening frozen nuts on cross arm bolts and 
guy clamps; smoothing wiped cable 
sleeves; soldering wire-splices; heating 
impregnating wax; and many other jobs. 

No. 1 Lineman's Outfit . $9.50 

Part No. 0-6119 

Includes No. 2 Handle, No. 8 Soldering Iron Stem, 
No. 3 Torch Stem, 6 ft. of 14-in. Hose with Hose 
Clamps, MC Tank Union, and MC Tank Handle. 
The Tank is not included. 

No. 2 Lineman's Outfit . $6.00 

Part No. 0-6120 

Includes No. 2 Handle, No. 3 Torch Stem, 6 ft. Va- 
in. Hose with Hose Clamps, MC Tank Union, and 
MC Tank Handle. The Tank is not included. 


LIGHT SOLDERING TORCHES 



Small size Torches for occasional use. 


The two Torches illustrated are of about 
the same capacity as a Torch with a No. 3 
Stem (see page 13) but are without Han¬ 
dles. One (left) is attached to the gas tank 
with hose in the usual manner while the 
other attaches directly to the valve of an 
MC Tank. These handy Torches are ideal 
for the shop that has only an occasional 
light heating or soldering job. Their small 
size (about 8 in. long) and light weight 
make them unusually easy to use. 


Light Torch, Part No. A-6100 . $1.75 

For use with hose. Includes Tip. 

Light Torch, Part No. A-6101 . 2.00 

For MC Tank. Includes Tip and MC Nut but does 
not include Tank. 

Tip only. Part No. L-6014 . 85 

Fits both Torches. 
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LABORATORY OUTFIT 


AIR-ACETYLENE APPLIANCES 


JiieuO-J&e 

Trade-Mark 


Ideal for dentists, doctors, schools, 
and experimental laboratories. 


Here in one compact, easily installed unit 
are all the more commonly used heating 
appliances for the average laboratory. 
They produce flame temperatures from 
500 to 700 deg. F. higher than similar appli¬ 
ances using city gas. You can adjust the 
Torch (see below) to produce either a brush 
or a needle-point flame. A 3-way branch 
valve permits you to operate each appli¬ 
ance independently. 

Laboratory Outfit, Part No. 0-3319 . $42.00 

Includes Torch (Part No. A-3647), Hot Plate, Vfe-ft. 
Bunsen Burner, 10-lb. Regulator, 3-way Branch 
Valve, 18 ft. l A- in. Hose and 10 Hose Clamps. 

Hot Plate, Part No. A-1183 . 11.50 

Bunsen Burner, Part No. 20R56 . 6.00 

Has a gas consumption of Vi to 1 
cubic foot of acetylene per hour. 

3-Way Branch Valve, Part No. A-3316 7.50 



COMPRESSED AIR TORCH 



Adjustable to produce either a long brush 
flame or a short needle-point flame. 


This Torch operates on acetylene and com¬ 
pressed air, producing a flame temperature 
of about 3,300 deg. F. You can, if desirable, 
turn off the compressed air and use acety¬ 
lene only. Extremely popular for dental 
and other laboratory work and for solder¬ 
ing and lead burning lead vats, tanks and 
storage batteries. Also widely used for 
automobile radiator soldering. 

Torch, Part No. A-3647 (No. 1 Mixer) .$8.70 

Torch Outfit, Part No. 0-3746 . 11.25 

Includes Torch, two 6-ft. lengths of l A- in. Hose 

with Clamps, and B Tank Union. 

If you wish a similar Torch of slightly 
larger capacity but with a No. 2 Mixer, 
which will not operate on acetylene alone, 
order Part No. 01P14. Its corresponding 
Outfit is Part No. 01P15. 
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SOLDERING IRONS 



PREST-O-LlTE Soldering Irons are made in 3 
sizes, for light, medium, and heavy-duty work 
respectively. The small and medium sizes are 
available in both Precision and Standard mod¬ 
els, that is, with or without needle valves on 
the handles. The heavy duty size is available 
in the Precision model only. 

A small but intensely hot acetylene flame 
plays against the rear of the copper head, thus 
it is quickly and continuously heated. By vary¬ 
ing the size of the flame, you can impart any 
desired heat to the head. Unlike the old-fash¬ 
ioned soldering iron, once the head is heated, 
it remains hot so that you are not annoyed by 
the time-consuming nuisance of stopping in 
the middle of a seam to reheat in a cumber¬ 
some brazier or gasoline blowtorch. It is also 
unnecessary to re-tin the head since the flame 
never comes in contact with its point. 


Small Soldering Iron— This iron is for very light 
soldering, such as telephone switchboard 
work, fractional horsepower motor repairs, 
radio aerial installations, automotive ignition 
systems, thin-gage sheet metal and similar 
light operations. Only with the small iron can 
the Stem be removed from the Handle. 

A^edsum Soldering Iron— This iron is for general 
soldering in the electrical, sheet metal, plumb¬ 
ing, or plant maintenance shop. It is compa¬ 
rable to a pair of old-fashioned 3-lb. irons and 
will handle all but the heaviest soldering jobs. 

Heavy-Duty Soldering Iron— This iron is the first 
choice of roofers, casket makers, storage tank 
builders, creameries, power comoanies, and 
others who have extremely heavy soldering 
work. It is comparable to a pair of old-fash¬ 
ioned 6-lb. soldering irons. 
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AIR-ACETYLENE APPLIANCES 


« BietiO-J&e 

Trade-Mark 


Soldering Irons 


Size 

Precision Model 
(With Needle Valve) 

Standard Model 

(Without Needle Valve) 

Part Number 

Price 

Part Number 

Price 

Pointed Head 

Chisel Head 

Pointed Head 

Chisel Head 

Small 

07P28 

10P34 

$6.75 

06P64 

10P32 

$5.25 

Medium 

05P50 

10P35 

7.75 

05P51 

10P33 

6.25 

Heavy-Duty 

02P39 

02P89 

15.00 

Not Supplied 

Not Supplied 





Copper Heads 

Copper Heads for all Soldering 
Irons are available with either a 
pointed tip or chisel edge. You can 
change from one to the other by 
merely loosening a nut or setscrew. 
For the medium size iron, a hatchet 
type head. No. 4, is also available, 
which is particularly useful on long 
seams. 


Copper Heads 



For Small Iron 

For Medium Iron 

For Heavy Duty Iron 

Head No. 

1 

Pointed 

2 

Chisel 

3 

Pointed 

4 

Hatchet 

5 

Chisel 

6 

Chisel 

7 

Pointed 

Part No. 

Price 

23S32 

$1.10 

23S20 

$1.10 

23S55 

$2.00 

23S40 

$2.50 

23S39 

$2.00 

10S37 

$3.75 

07S52 

$3.75 


To Make Up Soldering Iron Outfits 

If you now have a Torch Outfit which includes a 
Regulator, you need buy only a Soldering Iron to make 
up a Soldering Iron Outfit. 

All Soldering Irons should be used with a 10-lb. Reg¬ 
ulator. The Nos. 06P64 and 10P32, the small size, Stand¬ 
ard Model Irons, will operate satisfactorily without a 
Regulator but, for gas economy and efficiency, a Regu¬ 
lator is recommended. To make up a Soldering Iron 
Outfit, select the size and model Iron from the table at 
the top of the page, desired length of Hose with 2 Hose 
Clamps (see page 16), and a 10-lb. Regulator. If you 
plan to use the Nos. 06P64 or 10P32 Irons without a 
Regulator, you will need a B (or MC) Tank Union (see 
page 14) instead of the Regulator. 



Typical Soldering Iron Outfit 
— small size, Standard Model 
with Regulator 
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TORCH MAKE-UP GUIDE 



You Can Make Up your own Torch or Outfit if 
those listed on the preceding pages do not ex¬ 
actly meet your reguirements. By using differ¬ 
ent combinations of the Nos. 1 and 2 Handles 
and the Stems listed on page 13, all of which 


are interchangeable, you can tailor-make a 
Torch or Outfit for your particular type of work 
whatever its nature. If a No. 1 Handle is in¬ 
cluded in the Outfit you make up, a Regulator 
must also be included in the Outfit. 




No. 2 Handle 


The Nos. 1 and 2 Handles are simi¬ 
lar, except that No. 1 has a needle 
valve. The grips are made of pol¬ 
ished plastic that will not burn, 
crack, nor shrink and become loose. 


No. 1 Handle.$3.10 

Part No. A-6236 
No. 1 Handle less needle 
valve and hose nipple. 

Part No. A-6300. *. . 1.50 

No. 2 Handle. 1.50 

Part No. A-6058 


OUTFIT MAKE-UP GUIDE 



Typical Outfit —Precision Model 

To make up a Precision Model Outfit you will 
need the following: 

No. 1 Handle, Regulator (page 14), Stems as se¬ 
lected (page 13), Hose and Hose Clamps (page 16) 

Price: about $11.85 depending on Stems and 
length of Hose selected. 



Typical Outfit —Standard Model 


To make up a Standard Model Outfit you will 
need the following: 

No. 2 Handle, B (or MC) Tank Union (page 14), 
Stems as selected. Hose and Hose Clamps (page 16) 

Price: about $4.85 depending on Stems, length 
of Hose, and Tank Union selected. 
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STEM SELECTOR 


AIR-ACETYLENE APPLIANCES 




Trade-Mark 



No. 6— Extra Heavy Work— 
Solder-type joints in 3-in. or 
larger copper pipe. 

No. 5— Heavy Work—Thaw¬ 
ing frozen water pipes, loos¬ 
ening studs, bolts, nuts. 

No. 4— Medium Work—Body 
and fender work, sealing 
batteries, solder-type joints 
in 94 to 1 V 2 -in. copper pipe. 

No. 3— Light Work—Solder¬ 
ing light sheet metal, wire 
splices, joints in % to 14-in. 
copper pipe. 

No. 2-Fine Work—Soldering 
automobile radiator fins, toy 
manufacture. 



Torch Stems and Mixers 


No. 1— Very Fine Work—Jew¬ 
elry manufacture, telephone 
switchboards, radios. 


No. 9 


No. 7— Same as No. 2 Stem 
except it has a straight in¬ 
stead of a curved tip. 


No. 8— The user of any Torch with either a No. 1 or 
No. 2 Handle can convert it into a small size Soldering 
Iron by the addition of this Stem. 

No. 9— The user of any Torch with a No. 1 Handle can 
convert it into a Paint Burner by adding this Stem. 


Stem 

No. 

Former 

Markings 

Stem Complete 

Stem less Mixer 

Mixer Only 

Part No. 

Price 

Part No. 

Price 

Part No. 

Price 

1 

04P27 

07R05 

$1.75 

07R06 

$0.75 

A-6234 

$1.25 

2 

6103, 6104 

A-6085 

1.75 

A-6068 

.75 

A-6231 

1.25 

3 

6105, 6133 

A-6086 

1.75 

L-6074 

.75 

A-6232 

1.2a 

4 

6106,6110 

A-6083 

1.75 

L-6067 

.75 

A-6233 

1.25 

5 

6107 

A-6089 

1.75 

L-6079 

.75 

A-6308 

1.25 

6 

02P94 

04R33 

2.25 

10S17 

1.00 

03R83 

1.50 

7 

6103,6104 

A-6084 

1.75 

A-6071 

.75 

A-6231 

1.25 

8 

06P64, 07P28 

10R87 

3.50 

20R36 

2.25 

A-6231 

1.25 

9 

6106,6110 

A-6091 

5.25 

A-6237* 

4.00 

A-6233 

1.25 


* Spreader only. Part No. L-6082, $3.00 
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PRESSURE REGULATORS 



A PREST-O-LlTE Pressure Regulator automati¬ 
cally delivers gas at precisely the correct 
working pressure regardless of whether the 
tank is full or nearly empty. It gives you maxi¬ 
mum flame efficiency without the need for 
frequently adjusting gas flow at the valve on 
the tank. A Regulator also prevents the use of 
excessive pressures, thus saving gas. 

Always use a Pressure Regulator on the tank 
valve when using an appliance equipped with 
a shut-off valve, or where a shut-off valve is 


installed in the hose line leading to the appli¬ 
ance. This prevents subjecting hose and con¬ 
nections to full tank pressure if you should 
close the valve at the torch before closing the 
tank valve. 

Each PREST-O-LlTE Regulator is adjusted at the 
factory to deliver gas at the pressure stamped 
on the regulator cap. This delivery pressure 
is not adjustable by the operator. 

Pressure Regulator .$6.00 

10-lb. Regulator, fits B Tank, Part No. 04P86 
5-lb.* Regulator, fits B Tank, Part No. 04P85 
10-lb. Regulator, fits MC Tank, Part No. 05P92 
5-lb.* Regulator, fits MC Tank, Part No. 05P91 

The Regulators listed above are for use with 
the PREST-O-LlTE appliances described in this 
catalog. An additional Regulator, Part No. 
04P82 (fits B Tank), is also available for use 
with PREST-O-LlTE headlights on automobiles, 
trucks and tractors or other lighting systems 
that operate on 2-oz. pressure. 

* These Regulators are recommended for use with smaller size 
Torch Stems only. 



MC-to-B B-to-MC B-to-W 


Regulator Adaptors 

For mounting a Regulator on a tank with a 
different connection. To mount a Regulator for 
a B Tank on an MC Tank, use an MC-to-B 
Adaptor; to mount a Regulator for an MC Tank 
on a B Tank, use a B-to-MC Adaptor; to mount 
a welding Regulator for a WQ, WC, or WK 
cylinder on a B Tank, use a B-to-W Adaptor. 


MC-to-B Adaptor, Part No. 04P28. $2.00 

B-to-MC Adaptor, Part No. 18R70. 2.00 

B-to-W Adaptor, Part No. A-1614. 2.50 


Tank Unions 

A Tank Union is used to attach hose directly 
to the valve on a PREST-O-LlTE Tank when it is 
desired to use a gas-consuming appliance with¬ 
out using a Pressure Regulator. 



Tank Union, !4-in., for B Tank, 

Part No. A-3879 .$ .60 

Tank Union, !4-in., for MC Tank, 

Part No. A-3881 . 50 

Nut only, for B Union, Part No. L-470. 30 

Nut only, for MC Union, Part No. L-475. 25 

Nipple only, for B Union, Part No. A-467... .30 


Nipple only, for MC Union, Part No. A-3880 .25 
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AIR-ACETYLENE APPLIANCES 


Trade-Mark 



Pressure Gauge Adaptors 

This Adaptor, mounted between a Regulator and tank valve, shows 
at a glance the approximate amount of gas in a PREST-O-LlTE Tank. 
Available in several types as follows: 


If Regulator 

And You 

Order 

Part 

Inlet Nut Fits, 

Wish to Use, 

Adaptor, 

No. 

Tank 

Tank 

Type 

B 

B 

B-to-B 

18R91 

MC 

B 

B-to-MC 

18R92 

B 

MC 

MC-to-B 

18R94 

MC 

MC 

MC-to-MC 

18R93 


Pressure Gauge Adaptor. 


$3.50 


OXWELD Friction Liqhters 

For lighting PREST-O-LlTE Torches and appli¬ 
ances. Sure, safe, convenient. Unaffected by 
the wind. The movable file increases life of 
lighter several times. 

Each Per Doz. 

Friction Lighter, Part No. 05Y02...$ .35 $4.00 

Renewal Tips, per pkg. of 6.50 



Tank Test Gauge 

For checking pressure in 
B or MC Tanks. Adaptor 
connects Gauge to tank 
valve without tools. 

Test Gauge, less adaptor 
Part No. 21R24.$6.50 

Adaptor, for B Tank 

Part No. 21R21 . 3.50 

Adaptor, for MC Tank 
Part No. 21R20 . 3.50 



Wrenches 

Box-End Wrench, Part No. L-505.$ .12 

For B and MC Tank Valves 


Wrenches 

Box-End Wrench, Part No. L-505.$ .12 

For B and MC Tank Valves 

Open-End Wrench, Part No. 33S54. 15 

For 5-in-l, 4-in-l, Body Soldering and Refrigeration and 
Air-Conditioning Outfits. 

Double-End Wrench, Part No. 51S94. 60 

For B and MC Tank Valves, B and MC Tank Unions, 
14-in. Hose Nipples and all Torch Stems. 

Socket Wrench, Part No. A-4983. 60 

For MC Tank Valve 



Needle Valves 

No. A-6254, for No. 1 Handle. $1.35 

No. A-6008, for medium Soldering Iron. 1.35 

No. 03R60, for heavy-duty Soldering Iron... 2.00 
No. 08R55, for Pressure Regulator. 1.35 



Double-Control Valve 

Permits use of two appli¬ 
ances from one B Tank. 
Each outlet has its own 
needle valve. 

Part No. A-3696. $4.75 
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Rubber Hose 


PREST-O-LlTE Hose is made by vulcanizing the 
rubber under pressure into the fabric carcass. 
It is light weight, durable, flexible, tough, non¬ 
blooming, and practically immune to deteriora¬ 
tion due to sunlight and weather. The liberal 
gage of the corrugated outer cover protects it 
from wear and surface damage from being 
dragged over the floor. 

Hose, !4-in., 1 ply. Part No. Z-54, per ft.$ .14 


Fitted Hose 

One-ply, %-in. Hose for Prest-O-Lite appli¬ 
ances is available in standard 6-ft. and 12 Vi-ft. 
lengths, complete with a %-in. A size Hose 
Nipple and Nut permanently fitted to each end 
with a factory-crimped ferrule. The A size Nuts 
are the same as those on light weight, sheet 
metal size, oxy-acetylene welding apparatus. 
To attach them to a Prest-O-Lite Regulator or 
No. 1 Torch Handle, an adaptor, the POL-to-A, 
is required. 

6 ft. %-in. 1-ply Hose, with A size fittings. 


Part No. 10Y85. $1.90 

12!4-ft. %-in. 1-ply Hose, with A size 

fittings, Part No. 10Y87. 2.90 

POL-to-A Adaptor, Part No. 51S08. 35 


Hose Clamps 

Hose (except fitted Hose) used on any gas¬ 
consuming appliance should always be se¬ 
cured with Hose Clamps to prevent the gas 
pressure blowing the hose off the hose nipples. 

Hose Clamp, 14-in., Part No. A-963, ea. $0.09 

Per dozon. 84 

Hose Nipples 

These Nipples fit all PREST-O-LlTE Regulators, 
and all Torches and Soldering Irons that have 
a needle valve on the Handle. 

Hose Nipple, 14-in., Part No. L-6341. ..$ .25 



The Pilot Control Valve is a simple accessory 
that provides a pilot light on any PREST-O-LlTE 
Torch or Soldering Iron that has either a No. 1 
or a No. 2 Handle. Once the torch is lighted and 
the flame properly adjusted at the start of a 
job, you need not readjust it all day. You 
merely depress a thumblever and a correctly 
adjusted working-flame is ready for instant 
use. When the thumb is removed from the 
lever, the flame is reduced to a tiny pilot light 
with a gas consumption so small that it is prac¬ 
tically negligible. There is no bother or fuss; 
no hunting for a misplaced friction lighter; no 
stopping to adjust the flame; no temptation to 
let the torch burn full-flame—and waste gas— 
when it is not in actual use. 

Whenever you use a Pilot Control Valve on a 
PREST-O-LlTE Torch or Soldering Iron, you must 
use a Pressure Regulator on the gas tank. 

Pilot Control Valve, Part No. 12R29. $3.75 


Lighting Stems 

This is an inexpensive light for emergency use. 
The twin-arm burner, available in 4 sizes, pro¬ 
duces a steady brilliant fish-tail flame without 
smoke or soot. 


1 



Stem, Part No. A-2485. $1.15 

Includes A-828 Burner 
Fits B Tank 

Stem, Part No. A-2503. 1.15 

Includes A-828 Burner 
Fits MC Tank 

Burners .35 

A-828, V 2 cu. ft. per hr. 
A-829, 5 /8 cu. ft. per hr. 
A-830, % cu. ft. per hr. 
A-831, 1 cu. ft. per hr. 
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AIR-ACETYLENE APPLIANCES 


Trade-Mark 



B-Tank Handle 

This Handle, for carrying a B Tank, snaps on 
or off the tank valve without the use of tools. 
Carry your tank as easily as a suitcase. 

B-Tank Handle, Part No. 20R33. $1.00 



MC-Tank Handle 

This Handle, quickly attached to an MC Tank 
by tightening two wing-nuts, increases the con¬ 
venience of any Outfit used with MC Tank. 

MC-Tank Handle, Part No. A-3321. $1.50 



Melting Furnace 

This furnace provides a rapid, dependable 
means of melting lead, paraffin, conduit as¬ 
phalt, and similar substances used in electrical, 
plumbing, and other industrial work. You can 
easily transport it from place to place and after 
it is once on the job, you can put it into imme¬ 
diate operation without any pumping or gen¬ 
erating. The two powerful burners, which are 
adjustable in height, will burn steadily in any 
weather. There are no springs, nozzles, pumps 
or other delicate parts to get out of adjustment. 
The pot is 9 inches in diameter. Below the pot 
is a built-in oven for heating old-fashioned 
soldering irons. 

Melting Furnace, Part No. 01P52. $40.00 

Includes 6 ft. Vi-in. Hose, 2 Hose 
Clamps, and B Tank Union. 



Portable Floodlight 

The PREST-O-LlTE Floodlight produces a clear white light of about 4,000 
candle power, yet it has a gas consumption of only 1 cu. ft. per hour. 
The chromium-plated reflector can be adjusted to any angle. It concen¬ 
trates the light into a broad beam, strong on the sides as well as in 
front, giving brilliant but glare-free illumination over the entire area. 

This floodlight is ideal for contractors, public utility companies, muni¬ 
cipal fire, police, and water departments, orchard spraying, crop dust¬ 
ing, outdoor meetings, prison camps, amusement places, and for all 
outdoor and indoor emergency lighting. 


Portable Floodlight, Part No. 0-6123 (Tank not included). $13.50 

Reflector only. Part No. L-6243... 4.25 

Burner Assembly only. Part No. A-3946. 1.00 
















Air-Acetylene Appliances 

Products of 

THE LINDE AIR PRODUCTS COMPANY 

Unit of Union Carbide and Carbon Corporation 
30 E. 42nd St., New York 17, N. Y. PHj Offices in Other Principal Cities 
In Canada: DOMINION OXYGEN COMPANY LIMITED, TORONTO 


Order from Your Local Jobber 



